Architects’  Hand  Book 


The  Compound  and  Pyrono  Door  Co. 

St.  Joseph,  Michigan 


ARCHITECTS’  HAND  BOOK 

Containing 

Essential  Information  and  Details  of 


Fire  Proof  Doors  and  Trim 

For  interior  installations  where  ornamental  Fireproof  doors  are  required;  such 
as  openings  to  stairways,  passenger  and  service  elevators,  vertical  pipe  and  vent 
shafts,  corridor  and  room  partitions;  in  office  buildings,  hotels,  apartment  hotels, 
apartments,  hospitals,  sanitariums,  schools,  dormitories,  and  public  buildings. 

THE  COMPOUND  and  PYRONO  DOOR  COMPANY 

St.  Joseph,  Michigan 

Representatives  in  Principal  Cities 


P'^'RONO  Door  and  Trim,  showing 
portion  with  voneer  cut  away  and 
magnified,  disclosing  Asbestos 
Sheathing  indented  into  wood  core. 


The  PYRONO  Process  is 
a  well-known  mechan¬ 
ical  method  of  fire- 
prooling  wood  cores  in  the 
mannractnre  of  interior  tin- 
ish.  (lores  are  first  covered 
with  a  fireproof  sheathing 
made  of  pure  asbestos,  \vhich 
by  heavy  pressure  at  nnmer- 
ons  points,  is  indented  into 
the  core  wood.  The  fireproof 
sheathing  in  permanent  con¬ 
tact  with  the  core,  excludes 
oxygen  essential  to  combus¬ 
tion,  jireveiiting  ignition,  and 
at  the  .same  time  permitting, 
through  small  openings  at 
the  base  of  the  indents,  the 
escape  of  gases  develoiied 
from  the  core  wood  under 
high  temperatures. 

Over  the  indented  asbestos 
sheathing  are  laid  wood 
veneers  which  in  glueing,  are 
brought  into  direct  contact 


with  the  core  through  the  in¬ 
dents,  wdiich  may  be  seen  in 
the  illustration  wherein  a 
portion  of  the  veneer  is  omit¬ 
ted,  exposing  to  view  the  in¬ 
dented  sheathing,  magnified. 
The.se  face  veneers  are  fur¬ 
nished  in  any  cabinet  woods 
desired. 

PYRONO  Products  are  made 
in  accordance  with  archi¬ 
tects’  designs  and  details  as 
well  as  following  the  stand¬ 
ard  designs  shown  on  the 
following  pages. 

PYRONO  doors  and  trim  are 
installed  by  carpenters,  and 
hardware  is  ap{)lied  just  as 
for  wood  doors.  The  same 
treatment  in  finish  is  also  ob¬ 
tained,  P  Y  R  0  N  O  should 
thei'efore  lie  included  in  the 
specifications  for  carpentei' 
work. 


The  purpose  of  this 

Hand-Book  is  to  show 
for  the  benefit  of  Archi¬ 
tects  and  others  interested  in 
Fireproof  Doors  and  Trim, 
standard  designs  and  details 
of  PYRONO  Doors,  and  de¬ 
tails  of  PYRONO  jambs  and 
trim,  bringing  out  clearly  the 
practical  features  of  con¬ 
struction  and  the  fact  that 
PYRONO  can  be  made  to 
harmonize  with  other  fea¬ 
tures  of  interior  finish. 

With  the  door  illustrations 
are  given  standard  dimen¬ 
sions  and  proportions  which 
conform  in  the  main  to  stand¬ 
ard  millwork  designs,  and 
these  standards  are  offered 
for  the  sake  of  permitting 
the  factory  to  give  the  highest 
measure  of  service  on  all 
orders  where  such  designs 
can  be  specified. 

All  work  is  manufactured  en¬ 
tirely  on  special  order,  no 


completed  material  being 
carried  in  stock.  As  a  conse¬ 
quence  designs  and  details 
can  be  varied  according  to 
the  taste  of  the  Architect,  but 
it  will  be  well  to  bear  in  mind 
the  fact  that  the  best  in  the 
way  of  price  and  service  can 
be  rendered  if  standards  of 
design  and  detail  are  fol¬ 
lowed. 

In  the  detail  drawings  the 
heavy  black  lines  show  the 
location  of  the  asbestos 
sheathing.  The  inlay  strip 
on  the  edge  of  all  doors  is  the 
PYRONO  identification  strip 
for  your  protection  and  as  an 
easy  means  of  identification. 

The  details  of  Jambs  show  the 
principle  of  PYRONO  construc- 
iion  applied  to  this  work,  for  use 
in  connection  with  PYRONO  Fire¬ 
proof  doors.  It  will  be  seen  that 
they  are  made  in  all  standard 
thicknesses  as  considered  in  regu¬ 
lar  millwork,  and  for  various  wall 
thicknesses  as  required. 


A  few  details  of  PYRONO  casing 
construction  are  also  shown, 
divided  into  two  main  groups — 
plain  and  moulded.  On  pages  15 
and  IB  are  shown  sections  of 
moulded  casing  in  blank,  to  indi¬ 
cate  the  possibilities  of  design 
within  the  given  space,  and  show¬ 
ing  the  minimum  amount  of 
material  outside  of  the  protected 
core. 

SPECIAL  FEATURES  OE 
PYRONO 

Natural  wood  facings 

Little  heavier  than  wood  veneered 
doors — will  average  five  to  six 
pounds  per  square  foot. 

Adapted  to  special  architectural 
details  and  designs. 

Doors  are  finished,  hardware  is 
applied  and  doors  are  hung,  just 
as  regular  millwork  is  handled. 

Installed  by  Carpenters. 

PA'RONO  jambs  are  used  in  con¬ 
nection  with  regular  wood  bucks. 
Doors  do  not  warp  and  twist 
under  extreme  temperature  and 
fire. 

PYRONO  should  be  specified 
under  head  of  Carpenter  work. 


A 


“TjrROjlo  ‘  |!Uz5ii "  PooEji 

•  ’  INLA/- • 


•/^C/^5/y  rLl/S/-/ -  /^L(/S//—/7ould£P 


m 


I 


HG 


I — r 

I/jiiy  J^-10 


A  K 


?YP.or(o  ■  ^AitL  “  17ooRji  “ 


rLu^/y 


rLUJH 

i'z 


\*- 


D 


rjL(yjA/ 

G/./)3S  OF£ /////(} 


:% 

1^; 

!>» 

'  ii 

Ii 

1 

i^' 

(:'; 

i 

iT. 

V,'! 

i 

i 

1;' 

1  ■  M 

,> 

III' 

'  1 

,'(' 

i'';i 

}: 

j 

lii' 

V 

'!!■ 

1 

L.. 

1 

:  '/ 

1  •' 

f;t 

tU, 

T 


H 


± 

T 


I 

i 

i 

1 

\ 

1 

ij 

L 

L 

□ 

»  ' 


T 


1 


.i. 

% 

T 


/T'd^c/zeif^  ^/youW  /psoyj^  /^ye^  ^ry9/^p/y  /zd  o/= 

/^yy^o^o  ^/^£> 


^YgOflo  *  PAjsftL  ‘  P00R5 


"ReOISTEREO 


A  A 


A  A 


-PyroKo  “  3aJ±L  “  PooRj) 


/’«gfi  5 


-AJ}^ 


^/votv/Z  /}eov£:  kV/PT/Z5  0/=^ 

/=>y/^o//o  ^t/L£3  /i/yo  /e/?/4j'. 


-l-^k 


A'^W 


A 


m 


’-■  ■  )' 
iVuLfi 


H 

^i,f| 

i!| 

I 

.  ‘  'i 
i‘r 

k’ 

i.,i' 

!■ 

■  A 

■'i' 

v;'i 

.'.'ll 

1 

y 

■'  !  i' 

f 

'1 

'  I 

|||'f 

: - r 

n-i. 

1 

v'  'j! 

ill| 

'{1, 

'-g— >'  -^.-^a; 

I'l' 

ii 

-»j^k-|  -4-^k- 


T 


ii 

~T 

dL 


V 


Jl 

T 


;■{ 


==-«  j 


'  -..  .  k 


w 


T 


T 

Li 

T 

i 

T 


Z^/au/Z^S  S/yoH///  /960V£  A/ZC  :^TA/yDAf^£>  H^/£>TA/S  o/- 

Zy/eO/Zo  Z57//.£5  AAZ>  ^/l  5. 


Pyrono  ”  Ihthriqr  ^  rm^H  >  Poors  ’ 


'f^oc 

OyoP'^  •T<5’  CO/I foRn  • 
JO.  /^RcriiTCcys'- 
Detail  , 


'  Jeer  /ON  7  at  7 

’  GLf\55- 


•  ^ECTIOH  ’  Of  7 

' r LU;5H  ’  Poor  * 


pYRO/HO  "  riU^H  7 1/^LAY-  5  ’  pAfJ^L ''  PrrECT-  \^00K5^ 


•  x3ectio/I  •  OF  •  riu^H  ■  Mlav  •  Poor  ■ 


LP  .  TO  .  Coa/porn 
.AKCHirecTs' 
'JPFT^IL, 


\^£CTIOf(’OF’  flu^H  •  Paj^E-L-  CrrCCT-  Pooj^  ' 


' JjJteEIOK  '  Poors 

iffl 


'f\oVLt?  •  012,’ 

'  JO  • 

.  Cojijotzti .  TO  • 
'Akchitecjs'  fpij 
•  j)E  JAILS. 


•j^cj  I  orl  •  A  j  - 
•  pAj>I  E.  U  • 


'  S  ECT  lO/J  *  AT- 
•QL  A.:>3, 


A4 


PykoKo  “  ‘  ^  “ 

’  v5<zj;5-yAr|p-  ,A^Ay  •  ^  ■ 


rape  7 

TgArl^om 

}?E.£!U)Fiep  • 


2 

LI(^HT 

opeW, 

jpejic;/ 

. . J 

I 

—  Ij\lT^l^l  OR.—  —  E)0XRJ^^— - 


^0K}LQ\t^Q5  -  OR,-  »3jops 
•  TO  -  Co//pOR,n  •  TO- 

Architects'-  DETAILS’ 


■TRAPE-AnARK- 


rxTEjeioie 


I/|TERI/?R.- 


I’ngr  8 


V  A]l^CLLLAf^EQU^  -  pYl^Qllo  -  pHTA  I L5  - 


^£CjiO;|.  AT- 


C^ECTio;/  •  Of  •  f^AD5LTEP  •  CHAf^j^t  L  •  OR  «  ^AyTE.j^  • 
•EP^E.’  ANP  •  RADDBJEP  •  AjoULPI^Q  .  .  qLA^>5- 

•fo)s  •  pYRo/o  '  Exterior  •  Door5  * 


Pyrono  Smokescreens 

TOY H 0X0  I'^ircprooE  Smokeproot’, 
^  Stair  Hall  Screens  especiaUij 
adapled  for  iiisUdUdioii  in  Schools, 
Donndorics,  Hospilals  ond  Hotels. 

The  following  illnslralions  show  a 
variety  of  designs  suitable  for  such 
installations.  Other  designs  are  also 
possible,  and  as  in  other  I^YHOXO 
work,  these  screens  are  manufac¬ 
tured  in  all  kinds  of  wood  to  suit  any 
given  recinireinents. 

Snell  installations  arc  becoming  in¬ 
creasingly  necessary  in  the  interest  of 
jinblic  safety — to  iirotect  children  and 
invalids  especially,  in  schools  and 
dormitories  and  hospitals. 

PYlfOXO  offers  for  such  purposes  an 
installation  comprising  all  the  best 
features — jirotection,  beauty,  ease  of 
installation,  and  simplicity  in  opera¬ 
tion  —  this  last  especially  because 
of  the  comparative  lightness  of 
I>YH()X()  door.s. 

Installed  just  as  millwork  is  installed, 
PYHOXO  does  nol  warp  and  I  wist 
under  e.vtreine  temperature  and  fire. 
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Some  Recent  Typical 
Pyrono  Installations 


Hanna  lUiilding  ....Cleveland,  Ohio 


Metropolitan  Lite  Ins.  C.o.  Annex 
. New  York  (a tv 


n 


kY'deral  Reserve  Rank  Rnilding 
. (diieago 

(hinard  Rnitding . New  York  City 

Drake  Hotel . Chicago 

\YicIiita  Falls  Hotel  .  .  „  i 

. 1 1 1  d  i  ti  1 1 H  { w  d  1  a,  1 1  ^ 

Masonic  Memorial  Hosj)ilal  .  ^ 

. VV  k'hlld  I'all.s  N.Y 

Municipal  Hosi)ital . I  lira, 

Majestic  Theatre . Dallas,  Tex. 

Indiana  Theatre  .  .  .Terre  Haute,  Ind. 

220  and  2,T2  E.  \Yallon  Place  Ai)ts. 
. (diicago 

\Y.  (i.  Zoller  Apt.  Building.  .  .(ddeago 

.Muskingum  (College  Dormitory 

. NT'w  C.oncord,  Oliio 

.State  Road  and  (’olumhus  St.  Schools 
. Ashtabula,  Ohio 
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